25X1A 


De ek 
Approved For Release 1999/09/08 : CIA-RDP81B00878R000500050001-6 : 


25X1A 25X1A 


EXHIBIT NO. il TO CONTRACT NO. _ 
CONTRACTOR WARRANTS PRICES CONFCRM TC THE 
PRICE FORMULA IN EFFECT ON THE DATE CF THIS ExHIEiT 
PRICES ARE FAIR AND REASONABLE, THIS EXHIBIT 1S 
—_ HEREBY APPROVED IN THE AMOUNT OF§ ‘711.80 


(CONTRACTING OFFICER) 


FROM Baird-Atomic, Inc. 


{CONTRACTOR ; 


nn Eee a ne eo 
PART NO. : NOWENCLATURE QUANTITY: UNIT PRICE | TOTAL PRICE REMARKS 
1. | BR44-40 Bubble Assembly / 2 298.04 | 596. 08 
| 2. : Nene Pipe Plugs _ 2doz. oO 2 "12,00 
pate None Counter Box Lights | 4doz. -50 ~~ 24,00 
, 4 | 10546-19 O-Rings for Main Casting . 8 2.50 7.50 
; 5 AN6227B-13 Averager O-Ring oe .50 3. 00 
| 6 10403~-75 Main Housing x. = 69. 22 69.22 


25X1A 


PREVIOUS UNCOMMITTED BALANCE [iii 
TOTAL THIS EXHIBIT jecses PEABO 20M. 


a ; PRESENT UNCOMMITTED BALANCE hi 


PRESERVATION, PACKING: —....Commercial = CDELIVERY «COMPLETED BY: | June 5, 1961 
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APPROVED PRODUCTION LIST NO. 1 TO CONTRACT 


—  —_| APPROVED 


10 
THROUGH 


om kWh & 


(AUTHORIZED REPRESENTATIVE) 


ic, Inc PREPARED 


(CONTRACTING OFFICER) 


NOMENCLATURE 


Fc ee emer ema ry ee emir oi ire bn ec 3 “Sb o 


25X1A 
Se ee ee 8 | 6-29-61 
(OATE) 
6-29-61 SIGNED 
(DATE) fe 
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QUANTITY UNIT PRICE! TOTAL PRICE | REMARKS 


ibe Sion anes x. eles 


Sebi SARS sea eet a eet a re ers Be 


Peers: Oncraes 


2 298,04 596. 08 


BR44-40 | Bubble Assembly 

None - Pipe Plugs 2doz. 50 ; 12,00 © 
None i Gounter Box Lights 4doz. . 50 24, 00 
10546-19 O-Rings for Main Casting 3 2.50 7.50 | 
AN6227B-13 | Averager O-Ring 6 50 | 3.00 | 
10403-75 Main Housing l1 ° 69.22° § 69,22 | 


PRESERVATION, PACKING: _. Commercial 


DELIVERY COMPLETED BY: _ June 5, 1961 _ 
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